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Western El ectrlo Co. , Incorporated, 
Engineering Dept., 

Eaw York. 


IffiTHOD OP OPERATION 
THJm CIRCUIT 

Ring-Down Intercepting - Arranged For Routine Instructions On Defective Pinal 
Multiple Bank Terminals - Special "A" Switchboard - Po'.ver Driven Machine Switching 
System, 

CEMERAL DESCRIPTION 

1. IHiis circuit is used with subscriber *s lines whoso final muitiples are 
defective and with intercepting operator *s cord circuits whose sleeves are connected 
to battery through a maximum resistance Of 220 ohms# 

2, When the final multiple of a lino ie defective the tip and ring of this 
trunk are connected to the tip and ring of the defective final multiple. When a call 
terminates on a defective final multiple ringing current from the incoming selector 
lights a lamp at the intercepting operator ‘e position. When the plug of a cord It* 
inserted in the trunk jack, the lamp is extlngulohed and the ringing current is 
tripped. The calling subscriber is then irstructed bow to proceed in order to com- 
municate with the called party. 


DETAIEED DESGRIPTION 

3. \7hen this trunk circuit is selected by the final selector and ringing cur- 
rent from the Inooming circuit is applied to the tip and ring of this circuit, the 

ED relay ope-rates through its inner winding and locks through its 

the control of the SL relay, lighting the trunk lamp at the intercepting operator o 

position. When the plug of an intercepting operator’s oord is inserted in the trurJi 
jack the SL relay operates, opening both the inner and outer windings of the RD relay 
which Toloases. The ED relay released, extinguishes the lamp. 

4, When the plug of the cord Is withdrawn from the jack the SL relay releaees 
restoring the circuit to normal. 
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glEGUIT BEQUIEEirnTTPR 


TIE HEAlJUST HEQUIRFMECT5 SHOWE BELCS? ABE FOR •MaTTSTOWAKCl 


OPIRATE 


BOH-OPERAIE 


Ro-.dJ, ,014 an^) 
To.t ,021 amp, 
Wol,G, ,028 an^), 

Bsadj, ,065 aicp, 
Test .073 amp, 
W,G,Q» ,080 amp( 


Eeadj. .010 amp# 
Test ,0095 amp* 


BeadJ, *044 amp* 
Tost ,041 asp* 


SL8 

(BD) 

Inner 

winding 


Special requirements to Insure A*0* operation. 
Eeadj, ,018 amp. 

Test ,019 amp, 

^7,0,0, A,G, amp. 


Oater Test ,020 anp, 

winding W,C,G, ,045 amp. 
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USE ORLY , 
EEIEASE 


Eeadj , ,010 amp. 
Test *0095 amp# 


- C.L,SIJyTER, GJM.L. 



